This collection contains 360 panoramas of James Cameron's set from the movie Titanic (1997).

These panoramas were originally distributed as part of the CD-ROM set "James Cameron's Titanic Explorer: A Historical Journey on the Ship of Dreams" by FOX Interactive, 1997. This CD set is no longer compatible with modern PCs. The original panoramas were encoded as a QuickTime VR tour named "WALKTHRU.MOV". The JPEG images here were obtained by stitching together screen captures from a QuickTime player running in an emulator and as such may contain imperfections or defects.